Apparatus for pasteurizing thin and skimmed milk, a Cae oer 
sel, b, is set within the vessel, a, being supported by the re a / 
irons, 1. The inter space is filled with hot water, sn heate 

the steam pipe, h, milk supplied to the inner vessel through a ee 
funnel, ¢c, of peculiar construction, the bottom being provided with 


j i ca 
delivery tubes bent at an angle, whereby the funnel toyeet in y 
rotation in the manner of the Barker’s mill, and the liquid is y 
sprayed against the inner side of the corrugated vessel. ae 7 
eas 
Sa 
a 
poem S 
a & 
iS 


The cooling apparatus, shown in Figures 4, 5, 6, consists of an 
inner vessel, b’, for containing ice, cold water enters by d@', rises 
through the ice in the inner vessel descends through the pipe gy 
Passes through the perforations shown, into the inter space be- 
tween the vessels and passes off by the pipe, e; milk fed into the 
funnel, passes through the bent pipes, attached thereto and rota- 


ting, delivers milk over the cooled surface. 


Fig. 4. 
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